PLATE No. 17
A James the Second Old Silver Monteith on a finely moulded
foot; the body of the bowl divided into narrow and wide panels
and alternately matt surface and Chinese ornament. The border
richly decorated with applied foliage edging. London marks.
Date, 1685. Weight, 31 oz. 10 dwt.
A Queen Anne Old Silver Monteith with conventional loose
rim. The body double fluted with a fluted foot; gadroon and
mask border on the loose rim ; handles depending from lion masks.
Formerly the property of Lord Northcliffe. London marks. Date,
1710. Weight, 64 oz. 10 dwt.
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